To:  Reid,  WendyfReid. Wendy@epa.gov] 

Cc:  Young,  Dwane[Young. Dwane@epa.gov];  Reems,  Shera[Reems. Shera@epa.gov];  Dewald, 

Tommy[Dewaid. Tommy@epa.gov];  Hermann,  Karl[Hermann. Karl@epa.gov];  Pierce, 

Maggie[Pierce.  Maggie@epa.gov] 

From:  Spence,  Sandra 

Sent:  Tue  8/1 1/2015  3:18:36  PM 

Subject:  FW:  Gold  King  Mine  Incident  Update 
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Hi  Wendy,  here’s  updated  information  that  came  out  last  evening  on  the  Animas  response.  This 
may  help  you  all  respond  to  questions  from  management  and  others  at  HQ.  I’ll  continue  to  keep 
you  in  the  loop  as  updates  arrive.  The  R8  Water  Quality  Unit  staff  are  supporting  data 
assessment  efforts  as  well. 


Thanks, 

Sandie 


Sandra  Spence 

Chief,  Water  Quality  Unit 

Ecosystems  Protection  Program 

US  EPA  Region  8 

1595  Wynkoop,  Denver,  CO 

Mailcode  8-EPR-EP 

Office  303-312-6947 

Cell  303-870-7095 
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